ST.  JAMES  CHURCH  AT  WOONSOCKET  P18652 
Woonsocket,   Rhode   Island  ...^-^ 
An    Episcopal    Church    established    in    1832.  First 
church    in    Woonsocket.     Original    structure  remod- 
eled   and    present    colonial-style    church  dedicated 
in   January  1939. 
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